Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 FREETO 03161 310754Z 

10 

ACTION AF-06 

INFO OCT-01 ISO-OO AID-05 ST-01 /013 W 

070390 

R 310730Z DEC 75 
FM AMEMBASSY FREETOWN 
TO SECSTATE WASHDC 2390 

UNCLAS FREETOWN 3161 

E.O. 11652: N/A 
TAGS: SWEL SL 

SUBJECT: PACKAGED DISASTER HOSPITAL 

REF: STATE 284122 

1. DEEPLY APPRECIATE ALL EFFORT BEING EXERTED BY 
DEPARTMENT AND WINSOR ON THIS MATTER. HOWEVER, DUE TO 
GOSL FINANCIAL DIFFICLUTIES EMBASSY FEARS THAT 

WE MAY 

BE FACED WITH LENGTHY DELAYS LOCALLY AFTER WINSOR 
HAS ACQUIRED MORE UNITS AS PER PARA 3 REFTEL. THEREFORE 
RECOMMEND THAT, FOR TIME BEING, ONE PDH UNIT PLUS 
EXTRAS BE ALL THAT ARE SENT TO SL. HOPE NO ONE IS 
INCONVENIENCED BY THIS. 

2. ANOTHER SUBJECT: PLEASE DISCOVER FROM WINSOR STATUS 
BEE KEEPING APPARATUS PROMISED TO NJALA PROFESSOR. 
SAMUELS 
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